Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
Uncert Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Cheshire IV 


Geared bulk Carrier - 31,475 d.w.t. 
Spring 1971 
(01/04/1971) 


Captain Arthur K 
Chief Eng Officer Jones R 





Anderson K 2nd Eng Officer Hay W 
Williams J 3rd Eng Officer Blaxland M 
Watson C.T 4th Eng Officer Ratcliffe A.T 
Stepien R 5th Eng Officer Ratnayake S 
Davy G.S Electrical Officer Thomas A 
Melia A 2nd Elect Officer Brown F 
Heaslip G No 1 Mechanic Kwong L 

Cook Wong K.F 

2nd Steward Ping C 
Spring 1972 
(29/04/1972) 
Captain Arthur K 
Chief Eng Officer Milligan T.W 

Hursey W.A 2nd Eng Officer Turner T.A 
Kumarasinghe K.R 3rd Eng Officer Blaxland M 
Allen D.J.V Ext 3rd Eng Officer Powell R 
Hughes (m) P 4th Eng Officer McDonald D.J 
Wood N.J Engineer Cadet Pawson B.S 
Baird I.H Engineer Cadet Henderson E.P 
Hopwood W.S Electrical Officer Higgins D.D 
Oates J.W.H 

C.P.0 Pui C.K 

G.P.Mechanic Hop Y.K 
Cook Was 


Leading Steward Fai Y.C 





Chief Officer 
2nd Officer 
Ext 2nd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Autumn 1972 


(01/10/1972) 


Captain Butterworth J.J 
Chief Eng Officer Green H 


Egan J.F 2nd Eng Officer Clark J.D 
Wienmann L.P 3rd Eng Officer Pappin F.P 
Blacker K.G 4th Eng Officer Jesson W 
Wopat R Engineer Cadet Brennan S 
Joy P.T Electrical Officer Irving M 
Sweet T.J 
Rose J 
C.P.0 Pui C.K 
G.P.Mechanic Hop Y.K 
Cook WaS 
Leading Steward Fai Y.C 
Spring 1973 
(01/04/1973) 
Captain Gowsell K 
Chief Eng Officer Collins R.H 
McLeod K 2nd Eng Officer Blaxland M 
Smith D.E 3rd Eng Officer Jesson W 
Bird K.R 4th Eng Officer Anderson D.J 
Sheldon R.J 5th Eng Officer Henderson E.P 
Baird |.H Engineer Cadet Findlay K.W 


Hopwood W.S 
Watts A 


Electrical Officer Lewis D.S 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

2nd Radio Officer 
Purser 


Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Autumn 1973 


(07/10/1973) 


Captain Nisbet M.R 
Chief Eng Officer Twamley D.G 


Appleton J.K 2nd Eng Officer Curtis L.F 
Wrigley S.E.H 3rd Eng Officer Summerfield J 
Eglington C.W 4th Eng Officer Norman K 
Sutton M.K Jnr Eng Officer Thompson R.J 
Christopherson P Engineer Cadet Whittle A.J 
Waller R.A Engineer Cadet Stanton T.H 
Owen B Electrical Officer Biggam M.J.E 
Rose J 
Winter 1973 
(19/02/1974) 
Captain Taylor J.R 
Chief Eng Officer Marsh N 
Appleton J.K 2nd Eng Officer Stronge R.R 
Jacklin C 3rd Eng Officer Trigg A 
Christopherson P 4th Eng Officer Radford S.J 
Kousai P.J 5th Eng Officer Mann T.E.R 
Nixon G.S 
Ormrod W.R 
Ellis M.W 


Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 


Summer 1974 


(18/09/1974) 


Captain Arthur K 
Chief Eng Officer Paul J.J 





Bowers K.P.G 2nd Eng Officer Lindsay W.P 
Set A 3rd Eng Officer Gee E 
Heywood G.J 4th Eng Officer Hambly N.B 
Shackleton S 5th Eng Officer Ellis K 
Kitchen N.P Electrical Officer Waugh D 
Glover G.F 
Rose J.(p) 
C.P.0 LoC.W 
Cook Lam C.T 
Leading Steward Yu Y.P 
Summer 1975 
(19/09/1975) 
Captain Saunders P 
Chief Eng Officer Collins R.H 
Rutter M.R 2nd Eng Officer Bauchop L.D 
Kachno A 3rd Eng Officer Cummins J 
Howell W.R 4th Eng Officer Gardener N.P 
Hargreaves W.J.M Electrical Officer Jones A.V 
Winder L.G.C 
Wade C 
C.P.0 Chi Y.K 
Carpenter King K 
Cook PoC 


Leading Steward Kong Y.W 





Chief Officer 
2nd Officer 

Ext Chief Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Winter 1975 


(16/02/1976) 


Captain Gowsell K 
Chief Eng Officer Jones R.M 


McLeod K 2nd Eng Officer Bauchop L.D 
Ashton J.M 3rd Eng Officer Webster A.D.C 
Lowe J.H 4th Eng Officer Pickup R.W 
Dunlop N.M Electrical Officer Shaw P.H 
Bousefield D 
Grace J.J 
Fuller R.B 
Maskell T 

C.P.0 PoW.L 

Carpenter Lo C.K 
Cook YanW.C 


Leading Steward Pak C.C 





Summer 1976 


(10/09/1976) 


Captain Weir R 
Chief Eng Officer Whitaker J 


Allison J.K 2nd Eng Officer Higgins J 
Williams P.G 3rd Eng Officer Gardener N.F 
Joy P.T 4th Eng Officer Barklie M.M 
Smith A.G Electrical Officer Evans S 
Havery D.M 

Ormrod W.R 

Chadwick D.H 


C.P.0 Ming S.Y 
Carpenter Yau C 
Cook TOY.S 
Leading Steward Shing L.P 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

‘rainee Radio Officer 


Winter 1976 


(23/02/1977) 


Captain Taylor J.R 
Chief Eng Officer Ford A.J.K 


Milton W.R.F 2nd Eng Officer Selby C.G 
Carroll M.1.J 3rd Eng Officer Dixon W 
Kumar D 4th Eng Officer Seel R.V 
Gilbert J.L Electrical Officer Robbins K 
Murtagh S.K 

Knight G.C 

Whitefoot-Greenland T. 


C.P.0 Ming S.Y 
Carpenter Yau C 
Cook TOY.S 
Leading Steward Shing L.P 


Autumn 1977 


(13/10/1977) 


Captain McLeod K 
Chief Eng Officer McFarlane A 


Young K.N 2nd Eng Officer Tetlow D.R 
Set A 3rd Eng Officer Pawson B.S 
Harvey S 4th Eng Officer Garbutt W.W 
Claughton N Electrical Officer Pearton K.J 
Mallett J.W 
Bunce M.O.B 
Kennedy J.R 
C.P.0 LoC.W 
Carpenter Chui C 


Cook Tam Y 
Leading Steward Yeung W.M 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Winter 1977 


(15/03/1978) 


Captain Waldie J.W 
Chief Eng Officer Ashcroft T.S 





Young K.N 2nd Eng Officer Moorhouse F 
Singh D 3rd Eng Officer Seel R.V 
Kitchen N.P 4th Eng Officer Whittle A.J 
Moore C.J Electrical Officer Errington C 
Bunce M.O.B 
Heaslip G 

C.P.0 WaL.S 

Carpenter King K 
Cook ManT.P 
Leading Steward DuenC 
Autumn 1978 
(27/09/1978) 
Captain Clayton D.R 
Chief Eng Officer Baker | 

Young K.N 2nd Eng Officer Hartley M.R.W 
Anderson P 3rd Eng Officer Pritchard S.L 
Best J.W.R 4th Eng Officer Edward D 
Molloy G.J Engineer Cadet Herd P.M 
Gunn J.S Engineer Cadet Hassall C.M 
Janes J.H Electrical Officer Gibson J.A 
Rogan J.A 

C.P.O Hoi Y.K 

Carpenter Sang P.W 
Cook KimL 


Leading Steward Shing L.P 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

‘rainee Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Spring 1979 


(30/04/1979) 


Captain Waldie J.W 
Chief Eng Officer McCarthy J.S 


Akeroyd J.G 2nd Eng Officer Burke C 
Hopkinson R.W 3rd Eng Officer O'Brien T.H 
McDowell P.R 4th Eng Officer Johnson H.C 
Whiting I.M Electrical Officer Errington C 
Schofield A 
Fell A.E 
Taylor F 
Mackenzie A 

C.P.0 Min W 

Cook Tat W 

Leading Steward Duen C.K 
Autumn 1979 
(26/09/1979) 
Captain Marsh D.G 
Chief Eng Officer Collins R.H 

Addinall J 2nd Eng Officer Wright R.A 
Set A 3rd Eng Officer Willoughby B 
Hughes S.P.M 4th Eng Officer Twemlow A.J 
Hook J.P Engineer Cadet Fawcett C.T 
Perry D Engineer Cadet Webster I.G 
Connolly D Electrical Officer Wignall |.F 
Whitefoot-Greenland T. 

C.P.0 Ping W 

Cook Wong M 


Leading Steward Duen C.K 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

Purser 


Lowe J.H 
Harvey S 
Smith A.G 
Crew A 
Cross W.M 
Breivik P.R 


Spring 1980 


(26/03/1980) 


Captain Routledge J.D 
Chief Eng Officer Green H 
2nd Eng Officer McConnell R.J 
3rd Eng Officer Britton M.A 
4th Eng Officer Ford M.F 
Electrical Officer McCabe S.J 


Whitefoot-Greenland T. 


C.P.0 SOH.S 
Cook Lam T.C 


Leading Steward Man Y.W 





Brough R.W.A 
Howell W.R 
Bousefield D 
CrewA 

Smith D.J 
Thompson P 


Summer 1980 


(18/09/1980) 


Captain Taylor J.R 
Chief Eng Officer Willoughby R.S 
2nd Eng Officer Findlay K.W 
3rd Eng Officer Pritchard S.L 
4th Eng Officer Lilley R 
Engineer Cadet James D.B 
Engineer Cadet Dyson G.M 
Engineer Cadet Nolan G.P 
Electrical Officer Nolan G.P 
C.P.O0 Sai Ho 
Cook LamT.C 


Leading Steward Man Y.W 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Spring 1981 


(21/05/1981) 


Captain Taylor J.R 
Chief Eng Officer Willoughby R.S 
2nd Eng Officer Jones F.J 
3rd Eng Officer Smith J.M 
4th Eng Officer Coulson G.A 


Jenkinson D 
Hopkinson R.W 
McGrath D.M.E 





Haley G.S Electrical Officer Whitehouse C 
Walker M.J 
Kays W.H 
C.P.0 MacPherson M.F 
C.P.0 PoW.L 
Cook Haigh F.D 
Cook Fuk L.W 
Storekeeper Pott J.W 
Leading Steward Man Y.W 
Autumn 1981 
(21/10/1981) 
Captain McLeod K 
Chief Eng Officer Green H 
Farquhar D.C.S 2nd Eng Officer Moorhouse F 


Corlett R.M 3rd Eng Officer Holt D 
Schofield A 4th Eng Officer Jensen M 
Thornely G Electrical Officer Nolan G.P 
Clifton A.M 
Dickinson B 
Traynor J.A 

C.P.0 PoW.L 

Cook Fuk L.W 


Leading Steward Man Y.W 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 

Radio Officer 


Spring 1982 


(06/04/1982) 
Captain Davies W.A.D 
Chief Eng Officer Baker I.G 


Farquhar D.C.S 2nd Eng Officer Bell R.C 


Holcombe B 3rd Eng Officer O'Brien T.H 
Grace J.J 4th Eng Officer Dick P.J 
Woodcock H.D Electrical Officer Stamper A.D 
Hume M.J 


Thomas P.E 
C.P.0 LiY.Y 
Cook Wong C.Y 
Leading Steward Ho W.W 





Autumn 1982 


(27/09/1982) 


Captain Taylor J.R 
Chief Eng Officer Kelly P.A 


Southby M 2nd Eng Officer Smith J.M 
Harvey S 3rd Eng Officer Haggerston A 
Grace J.J 4th Eng Officer Nicholson | 
Holgate R.A Electrical Officer Bovill J.M 


Dickinson B 
C.P.0 LiY.Y 
Cook Wong C.Y 
Leading Steward Ng C.Y 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 


Farquhar D.C.S 


Morgan D.C 

Macnicol D.H 
Ratcliffe P.S 

Drew J.D 


Spring 1983 


(22/04/1983) 


Captain Marsh D.G 
Chief Eng Officer Milligan T.W 
2nd Eng Officer Burke C 
3rd Eng Officer Hughes J.H 
4th Eng Officer Hully P.G 
Engineer Cadet Wright A.M 
Electrical Officer Campbell A.G 


Bolton-Heaton C.L 


C.P.0 Wong P 
Cook Foo S.P 
Baker Wong C.O 





Southby M 
Clark C.N 
Holgate R.A 
Byrom M 
Ratcliffe P.S 
Dickinson B 


Autumn 1983 


(21/10/1983) 


Captain Arthur K 
Chief Eng Officer Bell R.C 
2nd Eng Officer Wright R.A 
3rd Eng Officer Charlton T 
Engineer Cadet Rathbone R.P 
Engineer Cadet Davies C.P.G 
Electrical Officer Talbut D 


C.P.0 Wong P 
Cook Foo S.P 


Leading Steward Chan K.C 





